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E.O. 11652: N/A 
TAGS: TECH, IAEA 

SUBJECT: IAEA MONACO LABORATORY REQUEST FOR EQUIPMENT 

REF: A. STATE 31159; B. AMMONS-CONGDON LETTER OF APRIL 21, 

1975 

1. TECHNICAL LITERATURE AND CANBERRA ESTIMATES ON SUBJECT 
EQUIPMENT, WHICH WAS ENCLOSED IN REFERENCED LETTER, 

GIVEN TO BEASLEY IN VIENNA, MAY 15. BEASLY HAS REPLIED 

TO MISSION, "I HAVE DISCUSSED THE CANBERRA SYSTEM WITH OUR 
ELECTRONICS TECHNICIAN, MR. GALLIOT, AND WE HAVE DECIDED 
THAT SYSTEM II AS DESCRIBED ON THE CANBERRA QUOTATION 
WOULD SUIT OUR NEEDS PERFECTLY. THIS SYTEM DOES NOT 
INCLUDE THE XY PLOTTER, BUT I WILL ADD THIS TO OUR 
AGENCY BUDGET FOR 1976." COPY OF BEASLEY'S LETTER 
POUCHED AMMONS, ERDA, ALONG WITH TECHNICAL LITERATURE 
WHICH BEASLEY RETURNED. 

2. MISSION ALSO STRONGLY SUPPORTS THIS EQUIPMENT GRANT 
AND BELIEVES FUNDS SHOULD BE MADE AVAILABLE FOR 
SUBJECT EQUIPMENT FOR MONACO.LABOWITZ 
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